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XXIV. EocraB of a Meteorological Journal for the Tear 
1777, kept at Briftol, by Samuel Farr, M. D. 



Read February 26, 1778. 



Months, 




Barometer. 




Higheft. 


Loweft. 


Mean. 


Viciflitude. 


January 
February 


30.18 
29.93 


29.26 
28,88 


29.83 
29.62 


+ 

0.50-i 

+ 

0.43- i 


March 


30.05 


28.80 


29.30 


0.58-^ i 


April 


30.26 


29.30 


29.84 


0.47- 1 


May 


30.10 


29.16 


29.61 


0,39-1 


June 
July 


30.25 
30,29 


29.SS 
29^30 


29.80 
29.84 


0.30- i , 

+ 

0.30- f 


Aupft 

September 

oaobcr 


30.27 
30.20 

30.09 


29.3s 
29-50 
28.47 


29.89 

' 29,93 
29.65 


0.35- i 

+ 
0.28- f 

0.93-ii 


November 


30.28 


29.04 


29.86 


0.58- i 


December 


30.38 


28.83 


. 29.56 


0.49- 1 

-f rifmg. 
— falling. 
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An abridged Table of the winds, &c. for Bristol, for 

the Year 1777. 
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w el 
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Thunder, &c. 


Jan. 


0.1 








2 


2i 

^2 


10 


II 


4 


0.996 


12 


3f 




Feb. 


I 


li 


J 

2 


I 


2 


Sf 


12 


6| 


^^'^Sl 


8 


roi 




Mar. 


I| 


I 





2 


li 


5f 


"i 


9 


2^250 


5 


IS 




Apr. 





X 











3i 


17 


9 


1.962 


3 


isi 




May 


1 

2 


i 


I 

2 


31 


I 


3 


10 


12 


2.657 





14 


20. N. E. 


Jun 


t 
2 





1 


3 


4 





7 


'S 


1.838 





131 


■ 


ni 


5 





Si 


li 


4 


4 


4 


7 


3*285 





Hi 


24. N.E. 29. N.E. 


hMg. 


1 


I 





I 


2 


3l 


3 


20 


1.887 





n 


8. S.E.28.N.E. 


Sept. 


I 


3 


i 


If 


2 


8 


7 


7 


0.439 


B 


i7i 


27. S.E. 28.S.E. 


oa; 





I 

2 


i 


I. 
1 


3 


2| 


9 


IS 


3.602 


6 


Hi 


6. S, E. 30. S. 


Nov. 


I 


1 

2 


1 
2 


2 


3l 


5 , 


3i 


14 


2. 141 


8 


I of 


. 


Dec. 


5 


i 




8i 


I 

'2 

i7t 


If 
27 


If 


14 


6| 


0-959 


12 


7i 

i44i 


■^ 


17I 


lOl 


50 


109' 


126 


23.169 


m 





WEATHER FOU THE YEAE I777. 

January. A froft to the i ith ; wet to 1 4th, which 
was dry; 15 th wet; 1 6th and 17 th dry; 1 8 th wet, then 
dry to %i^ and after to a 7th; then 4ry to the end; %iQl 
a froft. 

Febrnary. The ift and ^^ wet; the 3d, 4th, and 5th 
froft y, mth Xnow on the night of theJaft; it was then 

dry 
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dry to the loth; fnow'd on nth and 1 2th ; it was then 
dry to 1 8th, when it fnow'd again ; and on 15th and 20th 
was dry ; 2 1 ft it fnow'd, and after that was wet to 28th. 

March. Wet to 3d, that and 4th dry; 5th wet, then 
dry to 9th, and after to the I3fh; then wet to 2 2d, and 
on 23d; it was then dry to 29th; the 30th was cloudy, 
yet dry ; the 31ft was wet. 

April. There was no rain till 7th at night, nor after 
till nth; 12th was dry; i3thftormy; 14th fair; 15th 
Ihowery; 1 6th and 17th dry; on iSthitfnowM; 19th 
fair; it was then wet to 26th, but after dry to 29th ; 
30th dry. 

May. The ift was dry ; it was then wet to the 5th, 
but dry again to 9th ; the loth was fair, but afterwards 
it was wet to 19th; 20th was ftormy, and wet continued 
to 26th; 27th was wet; 28th and 29th fair; 30th wet; 
31ft dry. 

June. The ift was wet, but it did not rain till after 
8 th ; 9th was dry ; x oth and 1 1 th wet ; 1 2th dry ; 1 3th 
ftormy, as were 1 3th, 1 4th, i sth, 1 6th, 1 7 th, and 1 8th 
dry, but it rained in the night of the laft ; after that 
ftormy to 24th, which was fair ; it was wet after to the 
end, except 28th. 

July. Was wet every day to 9th, except 2d and 6th; 
I oth was fair, and every day, except i ith, to J9th; then 

Vol. LXVIII. Zzz wet 



wet to a 5 th; iSth dry ; teft ^;v^t. 

Aitguft* Was fair till the 5th J arid after to the 8th; 
the 9th j loth, and nth was dry; 12th wet; it was 
th^n dry to the ^ i ft, except in the night of 1 5th ; 21ft 
aiid ^ad were ftoi*rnyv the refl: of the -month was dry, 
but taiher cloMy, ^^ccept on a 8th and 30th* 

September had the 2 firft days ftormy ;^ it was then 
dry and fro^Hy Sft^r r 3th to the 1 9th ; ;2oth was fair ; 
arid Irain fell ^ter and in frnall quantities only on 25th, 
st^th, and 30th, 

©(^ober wa§^^ alterfiately fair and wet to the 8th; after 
that it was dry to 14th ; then wet to 19th ; then dry to 
a 3d; ^4th wa^ mtt in theevemng-; 25tk dry; after that 
wet t6 tJie enfd and Itormy, except 27th. 

November* The 1 ft was dry, bHit after that it was wet 
to the^th, aild^ eicept^th and 1 2th) again till the 1 4th, 
from which it was foggy, but dry, to 1 8th; thlt and 
51 9th were^ Wet i it was after that dry and irofty to the 
fi7th; 2^h was fair; 29th and 30th were wet* 

ttec^mbfer* Exdepl: tti^ fo^e heavy rains fell onrthA 
4th, it was ft6fty and dry to the 1 8 th, .which was wet j 
J9th was fiairi^on 2C>tiii it fnow'd, but was afterwards dry 
to 24th; 25th was dry J 26th wet ; the reft was dry; gg 



